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A theoretical investigation is made of the behavior of low-frequency 
radio compass systems in aircraft on courses near and over the radio 
station. This behavior is explained in the light of electromagnetic 
field theory and the equipment characteristics. An equation is derived 
for the locus of all points where the radio compass indicator will 


start to reverse due to sense antenna signal phase shift with respect 


to the loop antenna signal as the station axis is approached and passed. 


The equation contains six geometrical and electrical variables. The 
locus thus defined is similar to a cone or paraboloid, apex down, with the 
apex located at the radio station in most cases. 


The equation predicts that for a phase advance of the loop signal, 





relative to the sense antenna signal, of slightly more than the 90 degree 

value applied by the basic ideal receiver, the apex of the cone-like 

space figure locus rises off the ground. It should then be possible to 

fly under this apex producing but one reversal of the ADF indicator 

needle with this single reversal starting exactly over the radio station. 

The altitude of this apex is a relatively simple function of the variables. 
The results of the flight tests verifying the theoretical findings 

are given together with some requisites for the use of the findings to 

eliminate the effects due to improper sense antenna location provided the 


location error is not too extreme. 
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CHAPTER I 


INTRODUCTION 











1. 





The Radio Compass and the Problem. 
The family of Airborne Radio Compasses Manufactured by the Bendix 
Radio Division of the Bendix Aviation Corporation and others have been 
guiding aircraft safely toward and over ground (and shipborne) Low 
Frequency radio stations for many years. The Bendix NA-1, AN/ARN-7, 
AN/ARN-6, SCR-269, and BC-433 are a few notable members of this family. 
All the family are referred to as the "A.D.F.", for Automatic Direction 
Finder, throughout most of the Aviation world and are more familiarly | 
called the "Bird-dog" by many. 

One primary function of the ADF is to point in the direction of any 
selected radio station transmitting in the frequency range of from 100 
to 1750 kilocycles per second (kc). The aircraft pilot or navigator may 
then direct his course toward the station or may determine his bearing 
from the station to be used as one line of position in determining his 
geographical position. 

The characteristics of a radio wave that presumably could be deter- 
mined by an aircraft in flight, properly instrumented, would be its 
frequency, amplitude (or signal strength), polarization, the direction 
from which it is coming, and, if it is a modulated signal, the modula- 
tion and the intelligence contained therein. The aircraft would have 
to be traveling at 360 knots to change the apparent frequency by one 
ops even at the high frequency end of the ADF band. As this shift of 
frequency would be hard to detect in any case, frequency would appear 


to be a poor characteristic to check for directional information. 
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The signal strength will build or fade as the aircraft approaches or 


proceeds away from the radio station. This would give only a general 
indication of the station direction and would take a long time especially 
at appreciable ranges from the station even if used in conjunction with 
the sector identification if the station were a radio range. The polar- 
ization wid give virtually no directional information. The modulation 
is used to give directional information in other homing systems where 
different codes are sent out on different bearings. The ADF, however, 
is designed to work with any station in the frequency range. It is not 
surprising, therefore, that the best directional information is given 
by determining the direction from which the signal is approaching the 
aircraft. This method suffers at long range from apparent shift of 
direction caused by reflection of the signal from mountains or other 
terrestrial features, and from atmospheric distrbances. However, at 
medium i the ADF systems in use do give relatively good performance. 
The current U.S. Air Force specification я for the ADF calls for satis- 
factory performance under good conditions up to a minimum range of 130 
miles from the station. Research is being carried out by the Stanford 
Research Institute and by others to improve the long range performance 
of the ADF. | 

There is another type of error to which the ADF is susceptible and 
this is the subject of our investigation. On courses near and over the 
radio station, the radio compass appears to be confused for a time, not 
knowing when 1t has passed the station. It will point first ahead then 
start to turn around, then it may return to the ahead bearing and 
finally turn around. Another time it may completely turn around the 


* All superscripts in the text refer to numbered references in the 
bibliography. 











first time, return to the ahead bearing, and then finally point astern, 
There are other performances which have been observed.  Lockhead, 
Douglas, and others have actually recorded the gyrations of the confused 
radio compass needle together with a record of the actual position of the 
aircraft relative to the station. This area of indecision has been given 
the name "The zone of confusion". Our purpose is to explain this zone of 
confusion in the light of electromagnetic field theory and the equipment 
characteristics. We will also describe what seems to be the most 
practical system of eliminating it entirely from the ground up to an 
altitude where the actual position inaccuracy caused by the zone of con- 
fusion is of little consequence. This system has been successfully 
tested in actual flight tests using simple equipment in addition to the 
ADF normally installed in the aircraft. The results of the tests and 
the equipment used are both described in this report. 

2. Functioning of the ADF Receiver. 

It is not our purpose here to give a complete and accurate descrip- 
tion of the functioning of the various radio compasses but rather to 
point out the common characteristics which will have a bearing on our 
treatment of the problem. For more complete information reference is 

210. 11,12 
made to the respective instruction books. 

Referring to Fig. l we see depicted a loop of wire ín a vertical 
plane so pivoted that its axis may be rotated in a horizontal plane. 
It is shown in a vertically polarized radiated field such as that from 
a vertical radiator and at some distance from the radiator. Here the 
magnetic field, Hg» which is actually tangent to a horizontal circle 
with the station axis as a center, is essentially plane; and the elec- 


tric field, Eg» which is actually tangent to a vertical circle with 
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the station as a center, is also essentially plane forming the elements 


of a plane wave. If the loop is turned so that its edge is toward the 
source of radiation, the maximum amount of magnetic flux will thread 
through the loop and the induced voltage will be a maximum. If the 
loop is turned so that it is in a plane perpindicular to the direction 
from which the radiation is coming, no magnetic flux will thread 
through the loop and the voltage induced in the loop will be zero. If 
we were to provide a servo aplica and motor to drive the loop until 
the induced voltage was zero, we would have an automatic direction 
finder except that there are two positions, 180° apart, where the in- 
duced signal is zero. However, if we now make the servo amplifier 
phase sensitive, we will be able to make the servo amplifier determine 
from which direction the signal is coming. If the loop is oriented 
with its axis toward the station and is then rotated slightly clockwise, 
the signal will increase in magnitude. If the loop were rotated instead 
slightly counter-clockwise, the magnetic field would thread through the 
loop from the opposite side. The signal would increase as before but 
180° out of phase with the first case. All that is needed is a phase 
reference voltage for the servo amplifier. To get this we need only 
put a simple whip or other antenna in the vicinity of the loop. The 
phase of the voltage induced in this "sense" antenna by the Eg field 

is not affected by the motion of the loop. It is a characteristic of 
the radiation under consideration that the electric field and magnetic 
field are in time phase and, as indicated, in space quadrature.  How- 
ever, the voltage induced in the loop lags the H field by 90°, 


7 
(V, = -jw HS, where S is the projected area through which Hg passes. 





This is the reason why Vy is a minimum when the face of the loop is 
toward the station.) The receiver advances the phase of the loop 
voltage by an angle 0 , nominally 90°, and "compares" it with the sense 
antenna voltage. If it is then approximately in phase with the sense 
voltage, the receiver tells the servo motor to drive the loop one way to 
reduce the loop voltage to zero. If it is approcimately in phase oppo- 
sition to the sense voltage, the receiver tells the servo motor to drive 
the loop in the other direction to reach minimum loop voltage. We now 
have an automatic direction finder which has no 180° ambiguity and a 
simplified explanation of its theory of operation. 

3. The Aircraft and the Sense Antenna. 

Regardless of the type of antenna used on an aircraft as the ADF 
sense antenna, the investigations of — “. and Hoblitzell have 
shown that, in the frequency range under consideration, the pattern of 
the aircraft-antenna combination will be that of a simple short dipole. 
The orientation of this dipole pattern depends a where the electrical 
center of the antenna is located relative to the electrical center of 
the airplane. If the antenna is located directly under or directly over 
the electrical center then the axis of the dipole pattern will be 
vertical. If the antenna is located below and forward or above and aft 
of the electrical center, the axis of the dipole will point forward and 
down. This we shall take as a positive sense antenna tilt angle. We 
shall call this angle " ОС " and meet it often. See Figure 2 for the 


variation of tilt angle with sense antenna location. 
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TILT ANGLE OF SENSE ANTENNA VS LOCATION 
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eristic of the sense antenna poses several problems. 





With a positive tilt angle and a flight path directly over the station, 
we would expect from simple far field theory (considering only Eg and 
Hj ) that the sense antenna would have two points of zero signal, one 
when the antenna pattern axis (null) crosses the transmitting station 
and one when the aircraft passes the null of the ground antenna; i.e. 
when the aircraft is directly over the station. At these two zero points 
the phase of the sense antenna voltage would reverse. The phase reversal 
which occurs directly over the station is compensated for by a simulta- 
neous phase reversal in the loop signal and hence does not cause a 
reversal of the ADF indicator. The reversal due to the passage of the 
sense antenna null through the ground antenna location will cause a 
reversal of the indicator, Of course the problem is not as simple as 
this and the assumption of the far-field simplification is not valid. 
However we shall see that, if the tilt angle could be made zero, the 
performance would obviously be improved since the zone of confusion is 
reduced in size because any effect due to the sense antenna null occurs 
nearer the station passage. 

We see from Fig. 2 that to have a near zero tilt angle we would 
have to locate the sense antenna back near the wing root on the center- 
line of the aircraft. This rule has proven to hold for all large aircraft 
types яда” After locating the sense antenna here we would either have 
to locate the compass receiver in this location also or provide a cable 
inside the ship leading to the forward location of the actual compass 
receiver. The former solution is objected to by the commercial aircraft 
industry on the grounds that they want all of the radio gear in one place 


for ease of servicing and for standardization. The latter solution has 





. Г 
ЕЗ! an TINA £ c гу 
SO ly 1i LilS A Ci COS 





jer reduces the sensitivity of the ADF at long 









ranges and therefore its performance Or requires the use of a larger 
antenna with the structural problems attendant thereupon. 
The modern trend to make all the antennas flush mounted or cavity 


5 
Lypes to reduce the drag in high speed aircraft, coupled with the neces- 







sity of having the sense cavity either under the wing or on top of the air- 








craft, over the wing to produce a small tilt angle, places the cavity in 
one of the most congested and structurally important areas of the aircraft, 


Various solutions to this problem are being sought by the aircraft 







industry and through its research affiliations. One which is receiving 
some attention at present is the use of a unity gain matching device at 
the antenna end of the cable to minimize the effect of cable — Я 
Another answer might be to provide two sense antennas. One small one under 
the wing, to be used close-in where the signal strength is high and there- 
fore where cable loss would present no problem, and another of maximum 
efficiency adjacent to the radio rack to be used when extreme range maximum 
performance is needed. The shift from one to the other could be made by 
signal strength variation, the reaction time of the switching device being 
long enough that tuning operations and cone of silence passages would not 
activate it. 

To summarize the above paragraphs, if the performance of the radio 
compass could be made independent of the tilt angle of the sense antenna ` 
pattern for reasonably small tilt angles then the problem of the placement 


of the sense antenna could be vastly simplified. 
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1. Field Considerations. 
Before proceeding with our analysis, it would be well to refer to 


Fig. 3 to take note of the systems of coordinates and the positive 


directions of the variables to be used throughout this work. The air- 


craft will always be assumed to be flying from left to right, from the 
positive x direction toward the negative X direction. The radio station 
will always be at the origin of the coordinate systems and will be shown 
as a small vertical element in many figures, as in Tig. 3. 

As is shown in Fig. 4 (a) we have an aircraft flying in the radiated 
field of an electrically short vertical radiator. For all practical pur- 
poses we can say that this is the field of a current element for the 


antenna is generally short relative to a quarter wavelength and the 





effective current is of essentially one phase. Taking the field equations 


7 





from Schelkunoff and Friis and re-arranging slightly we have: 
2 J (wt - Gr) 
ТЕС. He ак 
e wi ( 1 ; د‎ € sin 9 (1) 
Шеру 2 ісет- Br) 
eee ep os fe. 
ο σαν N 1%! 6 з (2) 
2; 2 ¡(ut- Br) 
Er: ο ο l- j Lm ) £ cos 9 (3) 
Disregarding the third term of Eg (see the APPENDIX) 
Eas JT. Usine 4 
ии m 
I — 
‚ LS 
Hg = “-2-- U sin Ө 
ó Er (5) 
E, = 22 y cos 8 (6) 
АЕ P. i(wt-6r) 


where NUNT 2 -) € (7) 
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Fig. 5 
Phase Relations of 
Basic Field Quantities. 


The phase angle between the voltages induced in the loop and sense antenna 
depends, of course, upon the location of the receiving system (Y , O ) and 
upon the orientation of the sense antenna, which fixes the relative amounts 
of Eo and E. which act upon the antenna, 

At great distances horizontally from the antenna, in the area called 
the "far field or radiated field" of the current element, Ἐν << Eg in as 
much as E oc while Eo” v and also due to the fact that O = 90°. 
Even near the station for points near the ground, O д= 90” апа һепсе 
Ep << Eg . However our investigation is specifically concerned with the 
area where © may have any value from ο΄ ζο 90. and in the "near field" 
of the radiating element. Under these conditions may be equal to 
or greater than Eo] Р 


As suggested by Schelkunoff and Friis: let YV Sin @= e then 


J (UZ: U І 
oc cm (ha) 
Pen) „Lone (6a) 
0" T 





LM AE Otten [E e|= N|E-| (9a) 


higher altitudes |E,| z Z| Eg| on and inside 





It is clear that at 
at a semi-infinite cylinder of radius mA . At any altitude: 
ЦА 
Р z > Tan O 
so the surface on and inside of which [Er] ὤ Eel 15: 


С 


Там Ө = ne cos 6 


$ TT (11) 
This equation is plotted in Fig. 6 for п - 0.1, 0.2, апа 1.0. 


To summarize, the concept of a near and a far field on passes near 





or over the radio station is meaningless as far as the relative magnitudes 
of the various components are concerned. For this reason we will define 
that region in which the radial electric field E, is appreciable relative 
to the transverse electric field, Ep, as the "axial" field. We must 
recognize that it is not necessarily "near" the radiator but rather near 
the axis of the radiator and that it extends in a cylindrical form from 
above a few wavelengths vertically to infinity. Below a few wavelengths, 
it has the form depicted in Pig. 6. When 9 approaches 90° it coincides 


with the near field. 
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2. Derivation of Equation of Locus. 

We have shown, in Fig. 5, the phase relations of the various field 
quantities. In Fig. 7 we see that the positive sense of Bo induces a 
negative voltage component in the sense antenna before the "œ" line 
passage, zero on thea line, and positive after the x line passage. 

Fig. 8 shows the phase relationships before the oc line passage. A check 
of Figs. 9(a) and 9(b) indicates that some place between Fig. 9(a) and 
Fig. 9(b) the sense voltage will be in time quadrature with the shifted 
loop voltage. This is the point of sense antenna transition. If the phase 
shift, Y  , were exactly + 90. we can see that this point of phase 
quadrature would occur on the œ line. In general & is not exactly 90° 
and as a result the transition will in general occur either before or 
after the co line. At the quadrature point the loop will not be driven 
in either direction. This is the reine of transition between a "stay 
where you are" signal and a "reverse your direction" signal to the needle 
(loop) while pointing to the station, or the point of transition between 

a "turn clockwise" and a "turn counter-clockwise" signal (or viceversa) 

to a loop not then steady on the bearing of the station. After this point 


of quadrature is passed, the loop will obey its new orders. 
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3 South Brunswick Avenue 
iargate, New Jersey 
August 1, 1955 


De-werrofessor Baver, 


While rewriting SRI Technical Report number 40 
to appear in Transactions of the PGANE I found a 
few errors, mostly typographical. Except in the 
case of the correction to Figure 7, none of the 
corrections apply to the thesis as submitted to 
the school. 


Will you please see that the thesis copies 
retained by the school sre corrected as follows: 


page 17, Fig. 7: meke the angle "A" be 
measured frcm the " & line" to the 
vertical réther than to the 
horizontal, 


Since returning to the East coast I have seen 
Mr. Clements in Norfolk and CDR Lawrence came up 
to Atlantic City to have me give him a flight in 
a TACAN equipped aircraft (saD-5N). I am the project 
officer on the TACAN Reliability project being 
carried on at VX-3, 


My very best to Mrs. Bauer and to all. 


Sincerely yours, Jtt AJ 
| lanso 


Herbert Ward 
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GENERAL CASE 


FIG. 8 
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FIG. 9 
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As derived in Fig. 10, the point of sense transition will occur when 
the phase of the voltage in the sense antenna minus the phase of the Hz 
field component equals the receiver phase shift minus 180°. 

"AS 2 7 = Yo leo”? (12) 
Consulting Fig. 4 where it is derived, the expression for the sense 
antenna voltage per unit length 1s: 


Vg= Ez 008 <-+ ( Ео соз $ ) sin ос 


where 


(13) 
Eo = Ep sin 0 + Eg cos 6 


Ez - Ey cos € - Eg sin € 
ο. = the effective tilt angle of the sense antenn 





pr- d? 
Also on the ground plane of this figure we see that Cos @ = Ver ὅτ 
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Substituting equations (4) and (6) for Eg and E, : 
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Again consulting Fig. А(а) we see that tan O өзі and r = pr+ 32 


and therefore 





€ e am^ ere ee 


[vs= arctan πε E (Ve* -4 d^ tan E x - % ) А 





(14b) 


p (EÊ ton a + e) 





E πι ( x409-d* tan x - e>) 
en [Vs = mm ==. (14с) 
А 5 (de d* tena + 3) 
Hg = 435. U sin Ө (5) 


and its phase is (+) 90°. 


The point of sense transition will occur when 


[Vs - [Ag = Y - 1800 (12) 

"το τ (124) 

tan У = ten ( [Vs + 90) (15) 

tany = - cot [Vg (15a) 
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TT Y > 4 e- J> Fan οὐ - p> P (15b) 
rearranging this and noting that r = ν᾽ + 27 leads finally to the 


equations: 


E cM „=. ___ 
г T tan Yy tan x op "45? + DE tan e (16) 


To summarize, it is seen with reference to Figs. 3 and 4 that the variables 





in this equation are: 

(© - the distance from the station to a point on the ground 
directly under the plane. 

2 -~ the altitude of the plane above the ground. 

d - the distance that the flight path, projected vertically onto 
the ground, passes the station abeam. 

Y” - the total amount that the phase of the loop voltage is shifted 
toward the phase of the sense antenna signal by the receiver 
phase shifter and tuning circuits. 

OC - the tilt of the effective sense antenna of the aircraft relative 
to a vertical line through the aircraft. 

A positive tilt angle is taken as a line from above the tail 
to below the nose, see Fig. 2. 

A ~ the wave length of the radio frequency signal. 

To simplify the equation and to make the handling and consideration 
of the experimental data more meaningful, the linear dimensions of the 
equation will normally be expressed in wavelengths. 


The normalized quantities are: Ἔα y, h= 2 , and b = d 
A 2 À 
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This equation is that of a roughly paraboloidal surface oriented 
apex down. The traces of this surface on a vertical plane through the 
stetion in the direction of flight and on a horizontal plane a few 
wavelengths above the station are shown in Figs. 11 and 12. 

It is to be remembered that the equation for this surface was 
derived as the locus of all points where the loop voltage and sense 


ο 
antenna voltages are 90 apart in time phase where they are combined in 





the receiver. At all points within this surface the ADF needle will 

O 
tend to point away from the ground station (i.e., to assume a 180 bear- 
ing error) while at points outside of this surface the ADF needle will 


be driven toward the correct bearing. 
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THE SPACE FIGURE 





1. Investigation. 

The equation derived in Chapter II is the locus of all points 
where the loop voltage and sense voltage are momentarily 90. apart when 
they are compared by the receiver. As this is the point of sense transi- 
tion. Any time the airplane flys through this surface the needle of the 
radio compass indicator will start to reverse. Whether or not it will 
complete this reversal depends on whether or not it has enough time to 
completely reverse before another sense transition occurs. 

There is one point of sense transition that is not shown by Eq.(16a). 
The equation gives the locus of the points of sense transition due to 


changes of the phase of the voltage in the sense antenna. When the air- 





craft passes the station there is a reversal of the loop or the loop 
signal due to the change in the direction of Hg over the station. If 

the aircraft passes directly over the station, this loop phase transition 
is rapid as are the two sense antenna phase transitions. If the aircraft 
passes near the station but not over it, the loop phase transition will 
not occur as such but the loop will follow the gradual change of the 
direction in the normal manner. 

To summarize, on any pass near or over the ground transmitting 
station, there will be in general three points where the ADF needle will 
tend to reverse, two sense antenna phase transitions and one loop phase 
transition. The order of occurrence and time spacing will be governed 
primarily by the speed and altitude of the plane, the phase shift of the 
receiver, the longitudinal location of the sense antenna (tilt angle) and 


the distance the plane passes abeam of the station axis. 
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reversal. First, if the aircraft misses the station wide enough so as 


not to fly through the space figure, the compass will continually point 


to the station axis and will reverse slowly as the plane passes. Second, 





if the flight path passes directly over the station axis and the receiver 
phase shift, J, is exactly 90°, there will be one sense antenna transition 
and the loop transition right over the station. This corresponds to two 
rapid sense reversals simultaneously and will produce no effect. The only 
compass reversal in this case will be at the points marked "e " in Figs 

ll (c) and 12(c), and will happen on the " o line" at a distance h tan & 
before or after station passage respectively. Third, if the receiver phase 
shift, Y, is 90? and the tilt angle, & , 15 zero, corresponding to a 
vertical effective sense antenna, then we have a special case of the 

second case and the " X line" coincides with the vertical axis. In this 
case there will be one compass reversal. Lastly we have the case of Figs 
11(b) and 12(b) where Y > 90°. In this case the tip of the space 

figure rises off the ground. The greater the phase shift, the higher 

the tip. The smaller the tilt angle, the higher the tip. On any flight 
path such as "B" in these two figures, there will be only one compass 
reversal and it will occur on station passage. 

As we would like the ADF to give a clear indication of station 
passage, the simple compass reversal is an attractive design objective. 
The first case considered above does not apply to flights directly over 
or near the station and hence is not available as a design variable. The 
second case produces a single reversal if Y = 90” but the compass ге- 


versal does not occur over the station so it does not meet the requirement. 
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INE case is ideal Dut it requires Usat " oc " Ye exactly zero, 
necessitating a perhaps inconvenient longitudinal location of the sense 
antenna as well as centerline location. Furthermore, if this approach 
is used, the performance of the compass will vary with bank and trin. 
The fourth case requires only that the receiver phase shift be great 
enough and the antenna tilt small enough to raise the tip of the space 
figure above the altitude where the non-simple reversal would make any 
practical difference, With a phase shift of 110° and a tilt angle of 
20°, the space figure tip would be 3.7 wavelengths above the ground. 
At 500 ke this would be 7280 feet. With a phase shift of 95° апа а tilt 
angle of Eos our limiting altitude would be 3.65 А. or 7180 feet at 
500 kc. These are obviously above an altitude where split second accuracy 
is necessary. 

On the following pages, Figs. 14 thru 21 illustrate the variation of 
the space figure with variation of the parameters. These figures were 
plotted directly from Eq. 16 (a). Fig. 13 is a conversion chart relating 
the altitude in wavelengths to the actual altitude and to the radio fre- 
quency. In all the two dimensional figures which follow, the linear 
алсаз аге іп wavelengths. Fig. 13 will assist in the practical 


interpretation of the curves. 


2 





Γττττττττπαστάτγ 


ΙΓ γή υγ 
PTT TTT TTA A ZA, 


ttt tt tty PVA АДДА 












1-1} 19 8.414, ὶ, 

LLL LLL sts LA LA 

LL LL II LEE 
Vy T 






"2 


/ 
2 


FIG. I3 


CONVERSION CHART RELATING ALTITUDE IN 
WAVELENGTHS, h, TO ALTITUDE IN FEET 





h-ALTITUDE IN WAVELENGTHS 


\ 
v 30 "a LINE" a =10" 
\ | 
\ — a= 30 
— А 8 
` 
\ | 
\ | 
` x 
` | 
N 
| N 
| 1 | 
N | 
x | 
` | 
Ж 
\ | 
\ 
N 
NOTE: 


PHASE SHIFT, Y 2 70^ 





4 2 
X -DISTANCE TO 'OVER STATION" POINT- WAVELENGTHS 


O 


FIG, 14 
VARIATION OF SPACE FIGURE WITH TILT ANGLE, a 


A- 59|I- TR4O - 421 


51 








| 
Per ih 
NOTE * 
PHASE CBE TOS N ! 
ο b 


ALL DIMENSIONS [| 
IN WAVELENGTHS | 


FIG. I5 
HORIZONTAL SECTIONS OF FIG. 14 SHOWING 
VARIATION OF SPACE FIGURE WIR TILT 
ANGLE AND ALTITUDE. 


B-59I-TR4C-422 


52 









call 


IN WAVELENGTHS 


h-ALTITUDE 





6 4 
X-DISTANCE TO "OVER STATION" POINT IN WAVELENGTHS 


FIG. 16 
VARIATION OF SPACE FIGURE WITH PHASE SHIFT, Y 


А- 591-ТК40- 423 


55 








NOTE: 
ТЕТ ANGLE E30 


ALL DIMENSIONS 
IN WAVELENGTHS 


HORIZONTAL SECTIONS OF FIG IGT SHOWING 
VARIATION ~OF SPACE FIGURE WITH WPHASLE 
SHIFT ANO ALTITUDE. 


B-S9!-TR4O0-424 


54 





h-ALTITUDE ІМ WAVELENGTHS 





NOTE: 
PHASE SHIFT, y =95% 


O 
6 4 e O 


X—DISTANCE TO "OVER STATION” POINT IN WAVELENGTHS 


FIG. 18 
VARIATION OF SPACE FIGURE WITH TILT ANGLE, a 


A-591-TR40-425 
35 





LEFT 
h 
(С 2 s 
| 
| 
Y 
RIGHT 
=: 2 O » 








PHASE SHIFT = 95” 


ALL DIMENSIONS 
IN WAVELENGTHS. 





FIG. 19 
HORIZONTAL SECTIONS “OF FIG. 18 = SHOWING 
VARIATION OF SPACE FIGURE WITH TICT 
ANGLE AND ALTITUDE. 


8- 591-ТЯ40- 426 


26 





NOTE CHANGE IN SCALE 


NAT 
P| KA 
BRAN 
ΙΝ 


PHASE “Ship Tey “ΠΠ. 





h-ALTITUDE IN WAVECENGTHS 





O 
16 12 8 4 ο 


X—DISTANCE TO "OVER STATION" POINT IN WAVELENGTHS 


FIG. 20 
VARIATION OF SPACE FIGURE WITH TILT ANGLE, a 


A-591-TR40-427 


57 





IN WAVELENGTHS 


h-ALTITUDE 





PHASE SHIFT, Y=120 


O 
16 l2 8 


X—DISTANCE TO "OVER STATION" POINT IN WAVELENGTHS 


FIG. ΕἸ 


VARIATION OF SPACE FIGURE WITH TILT ANGLE,a 
A- 59I- TRAO- 428 


58 





ы 


+j < co ' 
= -— E m 











of the tip of the space figure without the elaborate computing and plo 
ting technique used in obtaining the eight preceding figures. At one 
step in the derivation of the space figure equation we had 


tan y z = Ax e-d? tanx 1 2. (15b) 
TIRE x we*- d* fam x - 93 


Starting with this equation we may derive an expression giving the height 









of the space figure tip directly in terms of XJ and c . 





As the tip falls above the " x " axis (bz O), we may replace B b. 


x А and then normalize, replacing 2 by h , and A by 1, апа г by N 


to give: 
y h XM А 
tan = ---------------------------------. | 


Setting 77 tanYzA and rearranging, 
AAx?> - (An+¢1)h tand x - h* =0 
for x to be real 
(ал + 1)һ tan 413 АА л. h” 2 0 (17) 
This will be satisfied for any h if о < ¥<90° so that A is 
positive. We will then have a space figure whose tip touches the ground. 
When 90%< Y <1807 as we have seen, the tip rises from the ground. 
At the tip x must be single valued: 
(AA * 1)^ tan"« s - 4A A 
(17a) 


Solving this fora , 


1. 
(Se cres e (18) 


Testa) 
A Tan”? a 
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This gives the expression desired 


|, = (—) (sec & PIU. 


Т tan y tan? x UE 


This further reduces to the simpler form 


cos + 


d E CE S... 
M laana д Таз" =< 
2. 


(19a) 

Ме can now plot ð vs œ with the altitude of the space figure tip, h, 
as a perameter. Such a plot is shown in Fig. 22. From the figure we may 
determine what receiver phase shift, ù)  , would be required to produce 
single compass reversals on all station passages below a specified altitud 


h , with an aircraft whose tilt angle is &œ& . 
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It appears from the plotted vertical sections of the space figure 
E. 16 and 18) that the two legs of the curves are not asymptotic 
to the cx line and the h axis respectively but seem to be asymptotic 
to lines at constant distances from these lines. As shown in Chapter II 
(1) the Eg and Ey fields are of the same order of magnitude in a 
cylindrical region above the ground station. Consider an aircraft on a 
flight path passing from left to right directly over the station and 
consider the vertical section containing the flight path of the aircraft, 
Р = |x| with the convention that X is positive to the left of the 
station. Eq. (16a) now becomes, 

x^ m tes Y Wxt44* - h° 


Xs - 
h tan x ( TT (on Y A xt uh +1) 


(20) 


Setting up the following conditions which are compatible with the 
practical problem: ape < Y < 1559. 
- e « < < 60° , 

letting 77 tan y = À , and noting that in the asymptotic region h 


will be very large so that 


A4 x'-h* a A ης 


2 А Мх нА? O 
h A tan о y X>+ h> (20a) 


for all practical purposes in the asymptotic region. 


we have 


The main difficulty in the investigation of this expression is the 


radical A/ π' + μ΄ . For the leg of the curve which nearly 
parallels the h axis we have x «xh in the asymptotic region. 
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Ah tan A 


or h tan ὃς 
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x>- (h tan x )x - = 0 
the roots of which are 
¢ am CC + H 
= А Там о £ + —— 一 
X > | | h A бам ос (21) 
We are investigating the leg near the h axis, The positive 


radical would give an answer of the order of h tan o which is along 
the & line where the approximation does not hold. Therefore, only the 
negative radical is retained in Eq.(21). 


In the asymptotic region, provided that ο is not small, the second 
term under the radical is much smaller than unity and 
2. HA tan” о 
| E { 
A tan x MT Éan y tam ot (21а) 
This equation states that the asymptote:(1) is a function of only 4^ 


x = 


— 


о 
and Œœ 3 (2) is closer to the h axis the nearer JÛ is to 90 
and the larger the tilt angle, (3) is to the left of the h axis for 


Y 790°, to the right for Y 4 90% See Figs. 16 and 18. 
D об 22 О 


x= =,= ر‎ 


ж 
Proceeding similarly to investigate the other leg of the vertical 


a parabola as shown in Fig. 14. 


section, near the o€ line X is no longer small relative to h e 
However, x = h Za c 


м х + АЗ ic hy ga a P L sec x 
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X = 


A 
the roots of which are 
Ж tanx (itali یو‎ 
- T Ah tan? Seca (22) 


In this case we are interested in the root X < h tana so we 


must chose the plus sign. 





In the asymptotic region, provided that Ос із поб too small, 


the second term under the radical is much smaller than unity and 


ΚΝ h tan x (1+ | + EM RS εως _ 
2 


x = A tan ad + COS x .. 
77 Can & Cam x 


This equation shows that the asymptote;(1) is parallel to i, tan com 





(22а) 


the of line, (2) is horizontally spaced from the ol line by a constant 
amount 2 C O NN 

IT tan Y tan œ 

(3) is below the ol line if Y < 709 above it if 7 > 907, 
(4) is coinciding with the Ot line when yF go’, 


O 
(5) is close to the X line for (Y near 90 and for larger OX. 


See Figs. 16 and 18. 
If ος = O re E 
j PE ON γ΄ , 
× = AB Sec x Т A 
the other leg of the parabola, see Fig. 14. 
In the event that we have a negative a , we have the situations of 
Fig. 12 instead of Fig. ll, and the two expressions for the asymptotes are 


still valid and in accordance with our sign convention. 
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CHAPTSR IV 
FLIGHT TESTING 
1. Test Equipment Development. 

A total of five test flights were made to verify the results of the 
preceding theoretical investigation. The first flight was made during 
the first week of the project to examine critically the performance of 
the radio compass at various altitudes over a variety of types of 
stations at various frequencies. After this flight, although as a 
pilot the writer had noticed the erratic performance of the ADF many 
times and taker it for granted, he was thoroughly impressed with the 
actual gyration. of the needle. 

It was obvious that some quantity would have to be recorded to be 
studied and analyzed. Although the actual compass needle motion could 
be recorded either photographically or electrically it was decided that 
a greater insight into the actual signal could be gained by placing the 
loop in a fixed position, namely with the axis pointing 90° to the left 
or right, and then recording the output of the servo ας as it 
tried to ο loop toward the zero loop signal position. This 
method would give the instantaneous result not hampered by the long 


time constant of the loop drive system. 


A study of the circuit diagram shows that the direction of the loop 
motion is controlled by the phase of the control winding voltage rel- 
ative to the phase of the reference winding voltage supplied to the loop 
drive two phase induction motor. This phase is in turn determined by 
which of two voltages, 180° out of phase with each other and each 90” 
to the reference voltage, predominates in the control winding voltage to 


the loop motor. Fig. 23 shows the simplified functional arrangement. 
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The outputs of the two thyratrons feed through two saturable reactors. 

The plates of the thyratrons are driven through a cathode follower at an 
audio rate and in phase by an audio oscillator in the receiver. This 

same oscillator drives a balanced modulator modulating the R. F. input 
from the loop after it has been amplified and shifted ahead , phase. 
The output of the balanced modulator is added to the sense antenna 

signal and the sum is applied to the input of a superheterodyne receiver. 
The input to the receiver section is therefore modulated at the audio rate, 
The phase of this modulation depends on the phase relation between the 


sense antenna voltage and the shifted loop antenna voltage. The demod- 


ulated output from the second detector of the receiver is fed push-pull 
to the grids of the thyratrons. The grids are thereby driven 180° out of 
phase; and one grid, depending on the phase of the modulation on the 
signal applied to the superheterodyne receiver section above, is in phase 
with its plate. This tube conducts each cycle while the other does not 
conduct. This conduction current saturates the saturable reactor 
associated with that thyratron and the reactor acts as a switch passing 
current to the control winding of the loop induction motor. The cathode 
follower supplies the audio signal superimposed on a d.c. value. The d.c. 
potential of the plate of the thyratron which is conducting will be 
lower than that of the other plate. To determine the points of sense 
transition, viz. the point where the loop stops being driven one way, say 
toward the nose, and starts being driven toward the tail of the aircraft, 
we have only to record the change in the d.c. potentials of the two plates. 
More exactly, it was decided to record the magnitude and polarity of the 
difference in d.c. level between the plates. 

The circuit shown in Fig. 24 was built and tested on an NA-1 unit in 


the screened room. The ultimate design was to be used on various types of 
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receivers in these aircraft could be made, all connections had to be 


plug-in or clip types; and the receiver had to remain in its rack in an 





operating condition. The easiest way to pick off the plate potentials 
of the thyratrons was to use two new type 2050 tubes and solder wires to 
the plate pins. These 2050's were then placed in the set in place of 
those installed. The recording system seemed to operate satisfactorily, 
and it was then flight tested in test "A", The flight test proved the 
system operable. 

Flight test "B" was run making passes over stations of various 
frequencies and at various altitudes. These runs were made at altitudes 
from h=0.6 to h = 109. The test showed in general the three predicted 
points of sense transition, two due to the sense antenna transition and 
one due to the loop transition. At certain headings over the tower of 
KMBY in Monterey the signal level seemed to vary in a regular manner with 
several maxima and minima after the station passage. The tower is located 
on the end of a very long pier which carries water pipes, power lines, and 
similar conductors to its outer end. It is felt that these elements 
caused the interference pattern noted. This test showed that the tilt 
angle of this aircraft, an SNB-5, was about (-) 37°. The sense antenna 
is below the aircraft and astern of the wings so that the observed tilt 
direction Was consistent with that eee It also showed that the 
recorder system would function very well with the SCR 269-F(BC-433 F) 
which uses 6SK7's instead of 2050's as the control tubes. The system of 
making the servo amplifier phase sensitive is slightly different but the 
results are the same as far as the 6SK7's d.c. plate level aria oa 
are concerned, and the recording system is suitable for both types. When 


the 6SK7's are used the trace is smooth as shown on the recording in Fig.31 
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even with the filter turned off. When the ADF being used for the test 
uses 2050's or 2051's the trace is rough as shown in Figs 33 and 34 even 
with the filter cut on. With the filter off, the results are completely 
unusable. 

During test "B" three runs were made at h z 2.9 over MRY, the homer 
at Monterey (356 KC). For the first run the receiver was tuned for 
maximum signal, 357.5 on the dial. A single transition was noted. The 
second run was made with the receiver tuned to 359. Again a single trans- 
ition was noted. The third run was made with the receiver tuned low, to 
352. This time the three transition pattern was found. Upon analysis 
this lead to the conjecture that tuning high produced a phase shift 
greater than 90° and tuning low made Y less than 90°. This could account 
for some of the unreproducibility of data on seemingly similar runs re- 
ported by other investigators. It also stands to reason, because the phase 
of the current in a tank circuit driven by a fixed frequency is certainly 
a definite function of the tuning of the tank circuit. 

It was obvious that the one quantity in Eq. (16a) over which we had 
no control was Y”, the total receiver phase shift up to the mixing point. 

A phase shifter was designed and built. The circuit is shown in 
Fig. 25 and photographs of the actual equipment are shown in Figs. 26 and 
27. The phase shifter was calibrated at frequencies of 203, 356, 388, 
414, and 680 KC's, all being frequencies of available stations in the area, 
Calibration curves, of which Fig. 28 is an example, were constructed at 
each frequency. The gain of the completed circuit at various frequencies 


is shown in the following table: 


Frequency Maximum Gain Minimum Gain 
203 Ke 14.8 db Ih. 0db 
356 Ke 12.9 db αρ 
1 Кс 8.0 db 7.64ь 
680 Кс "2 дб 5.6db 
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The variation of gain at a given frequency is caused by the varia- 
tion of the phase shifter dial potentiometer. 

The phase shift angle was found to be quite insensitive to the B+ 
voltage supplied. The supply voltage was varied from 40v to 250v with no 
noticeable effect on the phase shift. 

The capacitors across the output of the phase shifter, driven by the 
pentode, V2, are necessary because the A.D.F. receiver is designed to be 
fed by an antenna-cable combination with a given capacitive value. In 
the case of the quipments used in these tests, this value is 270 uuf. 

The cable and cable connectors account for the rest of the 270 uuf. 

When the circuit shown in Fig. 24 was constructed, before test "A", 
it was enclosed in the box shown in Fig. 29 together with the cable of 
"through wires," plug 122, the input binding posts, socket for the relay 
box cable, switches to cut the loop motor driving signal off to stop the 
loop in the position desired, additional switches to cut off the filter, 
and to cut off the signal to the recorder, plus potentiometers to set the 
level of the signal to the recorder. To get power for the phase shifter, 
the through wire carrying +250 d.c. was now tapped and the power brought 
to the shifter as shown in the various figures. Wires were soldered to 
the heater pins of one of the "tube probes" and the tubes of the phase 
shifter heated by this source. The through wire carrying +28 volts d.c. 
was tapped to give 28 volts to operate the chronograph pen of the recorder. 
The chronograph pen makes a mark on the А of the recorder paper. It 
was used to mark the "over station" point and was operated by the switch 


shown in Fig. 31. The circuitry for the Adapter is shown in Fig. 30. 
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When the phase shifter was completed and calibrated it was hooked up 
to the NA-1 receiver in the screened room. The receiver was then tuned 
to a signal generator signal at 357 Kc. The phase shift of the receiver 
was measured in the following way. The phase shifter was varied until the 
loop could be turned by hand to any bearing, and would stay stationary. 

In this condition the loop signal as shifted by the receiver and the sense 
signal as shifted by our phase shifter are 90° apart. Let us call the 
shift angle of this setting g- . The plus-minus switch was set to give 

EE < 90°. In this condition the phase shift, Y , could be read as 
shown in Fig. 32. It was found to be ον, With the receiver tuned as 
high as possible without losing the signal, / , measured 120°; tuned as 
low as possible it measured 807, This confirmed the conjecture made after 
Test "Bn, 

The over all test equipment set up, used in the subsequent tests, is 
shown in Fig 31. All the connections to the receiver are shown to the left 
of the figure. The equipment can be connected and the ADF put back into 
normal operation within 10 minutes, provided the ADF is equipped with the 
22 pin Cannon connector shown. All the military ARN-7's and allied types 
checked were so equipped. The NA-l uses a different type, a 23 pin 
connector. 

The recorder used for these tests was an Esterline Angus Model A.W. 


with a 3 milliampere movement. This Model is spring powered. 
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After the test equipment had been connected to the receiver and the 











aircraft had reached the vicinity of the station, the plane was flown to 





a point some 7 to 10 miles from the station at about 5000 ft. The station 





was tuned in for maximum signal with the phase shifter set for zero phase 
shift. This setting of the ADF dial was never touched for the remainder 
of the flight. The phase shift, y, was then measured with the phase 
shifter using a procedure similar to that given in the latter part of the 
previous section. The aircraft was headed for the station, the loop E 
ed abeam to the left, and the loop switch on the adapter tuned off. The 
function switch in the ADF central box must be on "Compass" for the tuning 
operation above and throughout the tests. 

The turning signal put out by the thyratrons will now be at its maxi- 
mum. This maximum is determined by the action of the AGC. The recorder 
was set mid-scale, 0.5, and the "meter" switch on the adapter turned on. 
The swing of the needle was set to 0.7 or 0,3, with the "inc. - dec," 
knob on the adapter, depending on the polarity of the input to the recorder. 
The desired (was set. For example if the measured phase shift of the 
„receiver was 95? and the desired for the run was 120 then the phase 
shifter was set to shift the sense signal 5 This would have the same 
effect as advancing the loop signal 25%. Likewise when a J of 80° was 
desired, the sense antenna signal was advanced 15 , 

On the ground at the station sight an assistant with a portable radio 
gave the aircraft a "mark" when it was, as closely as he could determine, 
over the station. This "mark" was transferred to the recording paper by 


the chronograph pen. The paper speed was four seconds between each heavy 


line. The paper was stopped between runs. 
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indicated altitude, outside air temperature, magnetic heading, and the Ó 


used. On the ground the assistant made a note of any lateral deviation. 
He determined the instant of station passage by sighting up a vertical 
ο σος, 
Let us now examine the variatles of σα. 16(a) and note how each is 
established for the experimental checks, 
h = Computec Trom COLI CLI ICT. Of aircrzf{t, elevation of 
station sifht, and the radio frequency of the station. 
p - - = b° 
x computed from CoOrmecvedmereuna speed, the time on recorder 
trace from station passage, and the radio frequency. 
controlled by pilots flying over known landmarks. 
Pen as desired 


fixed by aircraft. Variable if another antenna were used. 





It's value was determined later by the weight of evidence of 


the experimental data. 
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CHAPTER V 
EXPERIMENTAL RESULTS 

From the recorder ООО made for each run and from the other data 
recorded, the points of sense transition were computed. 

Sample recorder tracings are shown in Figs. 33 and 34. On the ARN-7 
runs there is some inaccuracy due to the jitter of the trace mentioned in 
the previous chapter. Test "D" did not suffer from this trouble. In- 
spection of the sample traces shows that the apparent zero of the system 
is not at 0.5 (mid scale on the recorder) but about 0.55. The following 
laboratory calibration was made to determine the system zero. The record- 
er and adapter were connected and the same source of voltage fed to both 
"probe tube" input binding posts on the adapter. The controls of the 
adapter were set in the same position as when the flight test runs were 
made. When the voltage source was set to the approximate value of the 
zero signal d.c. level of the plates of the thyratrons, the recorder pen 
was at about 0.55. As the points of sense transition are located at the 
points where the recorder trace passes the "zero" line, this slightly in- 
definite zero would lead to some inaccuracy. The actual zero used in read- 
ing the recordings of all of the tests was the mean position between the 
A.V.C. limited portions of each trace, viz., in the case of Fig. 33(a) the 
zero is at 1/2 (0.3 + 0.8) or 0.55. In most cases the trace crosses the 
zero line at a fairly sharp angle however, and this reading inaccuracy does 
not lead to a very large position inaccuracy, Other data inaccuracies were 
the difficulty of passing directly over the station, the error in the 
ground observer's determination of the exact instant of passage at very low 


or very high altitudes, and the error in the wind data used. 
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The ats of Tests "C" are shown in Fig. 35 plotted together with 
the theoretical curves. Notice particularly the two points at h = 1.05 
on the Ў = 106° curve and the absence of any transition (dotted line) 
at h = 0.48 when y was 106°. At h = 4.15 there are two points which 
seem to fall too far inside of the theoretical curve. The ground observer 
reported that the aircraft was considerably off to the left on this run. 
These two points are plotted in Fig. 36 with the horizontal cross section 
of the theoretical space figure for δ΄ = 106°, h = 4.15. le can see that 
the points fall near the cirele. | The angle by which the station zenita 
was missed, 8 min, was 13.5? in this case. The altitude was 10,500 fear 

Test "D" was run over the radio range station at Oakland which is an 
Adcock range. The experimental data shows that, except right on the 
station axis, the ADF responds to the Adcock the same as it does to the 
single short radiator. There were two places, at h = l on the J = 70° 
curve and at h = 4 on the δ΄ =110 curve of Fig. 37., where the record- 
er trace came to a minimum but did not cross the zero line over the 
station. Except for these points, the center radiator of the Adcock seem- 
ed to be the controlling factor. This effect of the Adcock is easily 
explained. The resultant horizontal magnetic field of the side towers 
and the resultant electric field of the side towers, which are in control 
when the aircraft is exactly over the center tower, do not exhibit a rapid 
change of direction or a reversal of phase as the center tower axis is 
passed. Therefore there would be no sense transition. In other words, 
the center tower is in control of the ADF except during that small period 
when the magnetic field of the center tower is so small that the resultant 
magnetic field of the side towers produces a much stronger signal in the 


loop. For this short time the ADF is controlled by the resultant magnetic 
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antenna signal due to the electric field of the center tower for these 


fields are varying at frequencies differing by 1020 cps, while the time « 












stant at the servo system is of the order of seven seconds. 

This effect is of no consequence for it will not give additional poir 
of transition; it may slightly displace one or it may eliminate two, the 
loop transition and that sense transition nearly over the station. As shc 
in Fig. 37 the space figure tip behaves the same as was predicted on the 
basis of the theoretical data. The J = 10 run at h z l produced no sen 
antenna transitions. 

In Fig. 38 are shown the paths of two passes made wide of the station 
at h z 1.05 during Test."D", The horizontal section of the Y= 70” space 
figure is shown to confirm the two single transition traces obtained. 

The experimental data show excellent agreement with that predicted by 


Eq. (16a) and it is felt that this agreement more than adequately supports 


the theoretical findings of this investigation. 
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In the preceding chapters we have investigated the reasons, based 
on field theory and the electrical characteristics of the equipment and 
the aircraft, for the multiple reversals of the airborne radio compass 
indicator as the aircraft passes near or over a ground radio station to 
which it is tuned. These multiple reversals give position inaccuracies 
"which, even in practical systems, may be equal to or more than the 
altitude of the aircraft, and in any case do not give a sure indication 
of the instant the ground station axis is passed. At high altitudes, 
although it would be convenient to know the exact time of station passage, 
it ls not as important as knowing this fact at low altitudes such as on 
airport approaches for example. These investigations have indicated a 
possible solution to this problem. 

A study of Figs. 14 through 21 shows that at some altitude, depend- 
ing on the wavelength of the station under consideration, the tilt angle 
of the effective aircraft sense antenna, and the overall receiver phase 
advance of the loop signal relative to the sense antenna signal, we may 
find a point below which the sense antenna signal will never be in time 


quadrature with the shifted loop signal. This being true, there will 


not be any compass reversals due to the sense antenna signal phase shift 
because the point of phase quadrature is the sense antenna phase transi- 
tion point. The only compass reversal will be that due to the loop 
transition when the aircraft passes over the station. The above phenomena 
will only occur if the phase shift angle, Y, is greater than 90°. Fig. 


22 gives the plotted relationship between the altitude in wavelengths, h, 
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T. NECI er d Ма pede toe 8 Lon ου. 
From this figure we can 


pick the phase shift required to give us a single compass reversal at 

or below a given altitude at one frequency. From a practical point of 
view we require a system that would give us a single reversal over the 
station at or below a given altitude at any frequency in the useable 

ADF band. To accomplish this we would need a phase shifter to replace 
the calibrated phase shifter used in the flight tests reported in the 
previous chapters. This phase shifter would have to be ТРЕТ to give 
a phase shift that varied with frequency in such a way that the altitude 
of our space figure tip was constant or nearly so. 


Substituting h = 2 in Eq. (19a) and rearranging we have: 











_ LOS x 2 
7 TT tan” E (- tan Y) 
(19b) 
as the formula for the altitude of the space figure tip. The tilt angle, 
CX , is a constant in any installation. For Z to be constant, 4 1 
= Те 


must be a constant. 


= Be y = ES 
k 


O 
The phase shifter in the receiver gives a phase shift of nearly 90 
when the receiver as carefully tuned. The phase angle, X would be 


/ / 
qo°+ Y where Y is the amount by which the required y is greater than 


O 
90. | 
- tan (900-577) = i 
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regardless of frequency we would need a shifter which would produce a 
negative phase shift (to be applied to the sense antenna signal) and in 
which the tangent of this phase shift angle was proportional to the 
frequency of the radio frequency signal. The gain of this shifter should 
be small but greater than unity. 

There is another approach to the phase shifter problem, an empirical 
one. Again checking Fig. 22 we see that, for a tilt angle of 20°, a y oii 
120° will give us a space figure with its tip at h=6 . At a frequency | 
of 1750 ke this is about 3400 feet. The basic shifter circuit included in 
Fig. 25, with the "plus-minus" switch on plus, has the property that its 
shift angle is given by: 
(—) 2 tan! (wor) 

δ΄ ΙΙ be 30” so that ш CR would be 15”. 
GJ CRz 0.268 at 1750 kc. 
At 200 kc wCR would be 0.0306 and tan wCR z 1.75 . 
cu be approximately 3.59; this would give a space figure tip at 
h == 0,62 or, at this frequency, some 3100 feet compared with 3400 feet 
at, 1750 ko. 

The PI SS shift of the actual shifter of Fig. 25 varied at about 
three times the required rate with respect to frequency due to other phase 
shifting elements in the circuit. It is felt that this is an engineering 
problem and that perhaps a very simple phase shifter could be developed, 
getting its heater and plate voltage supply from the parent receiver, 
which could be put in a box chassis of dimensions about 1.5" x 1.5" x 1.5", 
This unit could have a binding post on it for the sense antenna lead and 


be supported on the front of the receiver unit by a 4 pin AN type plug 
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plug could replace the present antenna post of the ADF receiver. 

The shifters discussed above are designed to go on the present ADF 
systems with little modification. A new ADF system could incorporate the 
shifter as an integral part of the receiver. 

An interim and very simple solution to the phase shifter problem is 
suggested by the phase shift effect of receiver tuning suspected during 
test "B" and verified after the calibrated phase shifter had been built. 
By tuning in any station so that the dial reading is higher than the read- 
ing of the point of maximum signal, say to such a high reading that the 
tuning indicator drops back to 0,7 of the maximum signal position, the 
total phase shift will be more than 90 . Using this tuning procedure, 
approximately fifty runs have subsequently been made over stations cover- 
ing the entire ADF band. The runs were made at or below one and a half 
wavelengths of altitude. In all of these cases a single transition, over 
the station, was obtained. This technique has the advantage of material 
simplicity but the disadvantage of being a tuning technique and subject 
to operator error. 

_ Another consideretion is the effect that a permanent phase shift 
greater than 90° would have on the extreme renge performance of the ADF. 
At long ranges the torque which turns the loop varies as the sin ù . 
Even the 30 additional shift proposed at 1750 kc would reduce the torque 
to 0.866 of its Y - 90° value. This would be a significant reduction. 

The above paragraph adds weight to the following proposal. There is 


a conflict between the "close-in" characteristics and the long range 


characteristics of the ADF. Close-in work needs a small tilt angle, a 

shorter time constant for the loop drive motor so that it may respond more 
ο 

rapidly in the strong signal areas, and a phase shift of more than 90 . 
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The long range work needs a short sense antenna lead to reduce losses 


as discussed previously, a longer time constent to damp out the wandering 
of the compass due to interference at long ranges, anda phase shift of 
90°. A single switcher could be developed which would be activated by 
signal strength, which could be tripped by push buttonif desired, which 
would have about a one-minute delay so that it would not switch to "long 
range" during momentary losses of signal, and which would shift to a for- 
ward sense antenna mounted near the receiver and shift to dy = 90 for weak 
Signals. hen the average signal strength reached a certain value the 
switcher would shift to a small sense antenna under the electrical center 
of the aircraft, shift to the Y > 90, and triple the drive speed of the 
Loop. 

It is felt that the above proposal based in part on the results of the 
investigations of this project would materially improve the operation of 


the ADF. 
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In all of the preceding work with the field quantities 


we have disregardeä the effect of the third term of Ba as 
given in Eq.(1). The points where the redio compass 
starts to reverse are those where the phase of the voltage 
in the sense antenna is 90° to the voltage of the loop 
after the loop voltage has been advanced in phase by the 
receiver. The only significent effect that the third term 
of Eg could have would be to alter the phase of the sense 
antenna voltage. The phase of the voltage in the sense 
antenna is a function of the location and orientation of 
the sense antenna in space. The effect of slightly changing 
this phase will be of consequence only in the areas where 
the sense antenna and loop voltages are very nearly in 
time quadrature. 
The equation for the unit voltage in the sense antenna 
was derived in Fig.4 and is: 
V¿= Ez cos x + (Шо сов 2) sin < (15) 
where 
Бо = Ep sinóO + Lg cos Ө 


by = Ey СОБО = ey oe 


For use in this appendix only, primed values will be 
used to designate quantities in which the effect of the 


third term of Ef is not considered, , 
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e [u-9)-32]sme av 
e [1-5 §] sin e (1 b!) 


x. e |, -55 12 Sco @ (3 b) 


2. An 
Using £gs.(15), (1 b) and (3 b) and choosing a course 
directly over the station, é = 0, we can obtain an expression 


Á 


for V,. From this the phase angle of Vg is then: 


2 
[Үз = "η 5-5. ει; (23) 


§ (3 072) 


where D= sin@(cos@tanx- sing) 





Using Eqs.(13), (1 b/) and (3 b) similarly we obtain: 


[Vs = — E NECEM (257) 
SA 


The error ín phase of ME caused by not considering 


the third > term of Eg will be: 
a- [Vs С l (24) 
| + te B 
tan A = БЕ 20050002 κ (248) 
S342)" + D Da sr n P ¿*(20-2) (30M A 


using tan(a - B) 





соб Д = 95001), 30:2 |. [otv ; E (25) 
. D & р ας.) 5*(30+2) 





If the coordinates of points on the curves of Figs. 14 
or lô are put in this equation, we will find that the mag- 
nitude of Á will be less than 1° until the direct distance 
to the station is less (лап 0,1 wavelengths. The phase 
error, A , is effectively a modification of the phase shift 
angle, ¥ . By consulting Figs. 14 and 16 we can see that 
even if AA were one degree, it would not noticeably affect 
the position of our space figure. 

Perhaps the greetest effect of 4 would be the effect 
it would have on the altitude of the space figure tip 
when > 909, From Fig.22 we can see that a change of 1° 
would alter "h" somewhat. If the tilt angle were 15° and 
the phase shift were 100° instead of 999, the height of 
the space figure tip would be 3.2 A instead of 3.02 . 

Inasmuch as we would have to get very close to the 
station (very low over the station) before A would be 1°, 
and inasmuch as even 1° would produce very little effect, 
we can omit the third term of Bo from our calculations 


Noia troducineg any practical error. 
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